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Facilities for isolation as recommended by the attending physician.
Size and arrangement of the nursery will depend on the number of
persons working in the nursery, as well as on the number of infants re-
ceiving caie. Nursery should be large enough to minimize danger of
transmitting infection, and to permit observance of good technique.
Provision should be made for individualized care of each infant.
Suitable quarters must be provided where mothers may nurse their
infants.
Narcotics, hypnotic drugs, sedative drugs or other restricted drugs,
for internal or external human use, may not be owned, stored, or pos-
sessed except under the immediate supervision of a Licensed Physician
or Licensed Registered Pharmacist.
Part I of these regulations shall be complied with insofar as applicable.
IV MATERNITY HOMES
A. Organization
To secure a maternity home license, the institution must have only
maternity patients for care. No other type of patient shall be cared for
in a maternity home at any time. Boarders and lodgers shall not be ac-
commodated and no children shall be boarded.
Patients may be accepted only upon approval of a duly qualified
physician except under emergency circumstances which make it im-
possible to obtain prior approval for the admission of the patient.
The standards which have been adopted for the hospitals receiving
maternity patients have been modified for the maternity home in order
to meet the conditions which arise from the limited space and facilities,
and the restricted service of such homes; however, the maternity home
must conform to all of Part One and to Part Two, II, Maternity Service
of these Regulations, except where specifically stated to the contrary.
Nursing care shall be under the supervision of a registered nurse or
a licensed practical nurse.
The maternity home shall be under the supervision of a licensed physi-
cian in the community who will be responsible for the delivery set-up
and maintain supervision over the care of the mother and baby in the
home.
B. Facilities
No patient shall he delivered in a room occupied by another patient
except in emergency.
Tn maternity homes, if the patient's room is used for delivery, it must
be of sufficient size. The room used for delivery shall be set up in ac-
cordance with the physician's instructions, and with all supplies and
equipment needed. There must be adequate lighting of the delivery field.
Sterile supplies may be furnished by the physician, but a complete set
for at least one delivery shall be on hand at all times to meet emergencies.
Narcotics, hypnotic drugs, sedative drugs or other restricted drugs, for
internal or external human use, may not be owned, stored, or possessed
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